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E.O. 11652: XGDS-2 
TAGS: ASEC 

SUBJECT: TCU SPECIAL SHIELDED ENCLOSURE INSTALLATION 

REF: GENEVA A- 167 OP 4/23/75 AND GENEVA A- 13 15 OP 5/28/75 

ADVISED THIS DATE THAT ENCLOSURE INSTALLATION, REQUIRED 
ELECTRICAL AND AIR CONDITIONING (A/C) WORK WILL START 15 JULY. 
WILL REQUIRE 2 SEABEES POR PERIOD OP 2-3 WEEKS TO ASSIST ATO 
TEAM IN INSTALLING NEW ELECTRICAL AND A/C UNITS AND POR REMOVAL 
OP OLD A/C UNITS PROM CRU/TCU AREAS. DALE 
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